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Message Text 



UNCLASSIFIED 

PAGE 01 BONN 18860 061344Z 

44 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 RSC-01 /021 W 

106080 

R 061338Z DEC 74 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6664 

UNCLAS BONN 18860 

E.O. 11652: N/A 
TAGS: BFOL, GW 

SUBJECT: WDTR - MEDIZINISCHE POLIKLINIK DER UNIVERSITAET 
BONN 

REF: USDOC 16872 

1. ADDRESS: 35-37 WILHELMSTRASSE, D-5300 BONN; CABLE: 

NONE; TELEX: NONE; PHONE: 02221-652981; MANAGER: 

PROFESSOR DR. F. KRUECK, DIRECTOR. 

2. THIS IS A UNIVERSITY CLINIC FOR INTERNAL DISEASES 
WITH 55 BEDS AND A LARGER DEPARTMENT FOR AMBULANT 
EXAMINATION AND TREATMENT OF INTERNAL DISEASES. 

3. BANK REFERENCE: SPARKASSE BONN. 

4. MAJOR FOREIGN FIRMS REPRESENTED: NONE. 

5. THIS REPORT IS BASED ON INFORMATION RECEIVED FROM 
SUBJECT CLINIC. THE CLINIC IS PART OF THE UNIVERSITY 
HOSPITALS, OWNED BY THE UNIVERSITY OF BONN AND CONTROLLED 
BY THE LAND NORDRHEIN-WESTFALEN (STATE OF NORTHRHINE - 
WESTPHALIA). BILLS ARE PAID BY THE ADMINISTRATIVE 

OFFICE OF THE UNIVERSITY HOSPITALS. BONN, VENUSBERG. 

IN VIEW OF THE FACT THAT THIS IS A GOVERNMENT-OWNED 
HOSPITAL, IT APPEARS TO BE AN EXCELLENT BUSINESS 
CONNECTION FOR U.S. FIRMS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 18860 061344Z 
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6. DATE OF INFO: 12/74. 

CASH 

UNCFASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN18860 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740354-0941 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 256/aaaabvna. tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: USDOC 16872 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 OCT 2002 by ReddocGW>; APPROVED <06 FEB 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WDTR - MEDIZINISCHE POLIKLINIK DER UNIVERSITAET BONN 
TAGS: BFOL, GE 
To: COM 
Type: TE 
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